To:  sarah[sarah.jacobson@co.laplata.co.us];  Hakanson, 

Susan[susan.hakanson^cQjflnlata.nQ.iis];  Knowiton,  Butch[butch.knowlton@co.laplata.co.us]; 
Tommymoto  McNamara  personal  Eman/Ex.  e bmail.com];  joe[joe.gabbarcl@co.lapiata.co.us];  LPC  Spina, 
Media[spinajm@co.iapl^ci-.au-.c-^j7-.:ro>aT(isean.smith@co.laplata.co.us]; 

frank[frank.sandoval@co.laplata.co.us];  Hitti,  Media,  SO[todd.hitti@co.laplata.co.usj;  Downs,  Media, 
SO[pat.downs@co.iapiata.co.usj;  jean.aldrich@state.co.usOean.aldrich@state.co.usj; 
jeannine.natterman@state.co.usOeannine.natterman@state.co.usj;  Poweli,  Greg[Poweii. Greg@epa.gov]; 
Smith,  Paula[Smith. Paula@epa.gov];  Peterson,  Cynthia[Peterson. Cynthia@epa.gov]; 
joe.lewandowski@state.co.us[joe.lewandowski@state.co.us]; 
jud@animasriverwetiands.com[jud@animasrive  rwetiands.com] 

From:  Dan  Bender 

Sent:  Thur  8/1 3/201 5 7:27:21  AM 

Subject:  Consolidated  Ditch  Test  8-12-15 

Photos  showing  test  on  8-12-15  of  section  of  irrigation  ditch  owned  by  Consolidated 
Ditch  Company,  12  miles  north  of  Durango.  Head  gate  was  closed  prior  to  main  plume 
reaching  the  ditch.  However,  there  was  still  some  leakage  since  gate  does  not  close 
water  tight.  Over  approx  5 or  6 days,  Animas  River  water  ran  passed  head  gate 
resulting  in  a build  up  of  sediment  against  the  gate.  When  gate  was  opened  for  a 5 
minute  test,  a fair  amount  of  sediment  flowed  down  the  ditch.  Five  minutes  after  the 
gate  was  closed  I took  an  "after"  picture  (below)  showing  clearing.  Photos  by  Dan 
Bender,  PIO,  La  Plata  County  Sheriffs  Office. 
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